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INTRODUCTION 


Bulletin306Bis a technical manual that provides general and 
Specific technical information for the 35 "CARDATA" Feeder and Reader 
(edge punched card feeder and reader). 


The bulletin is a technical manual, made up of a group of 
independent sections and consists of a general description and oper- 
ating procedures; installation and checkout procedures; adjustment, 
lubrication and disassembly; and diagrams, 


The sections arecomplete within themselves; they are sep- 
arately identified by title and section number, and the pages of each 
‘Section are numbered consecutively, independent of other sections, 


‘The identifying number of a section, a 9-digit number, ap- 
pears at the top of each page of the section, in the left corner of the 
left-hand pages and the right corner of the right-hand pages. The 
sections are placed in the manual in ascending numerical order. 


To locate specific information refer to the table of contents 
‘on the following page. Find the name of the involved component in 
column one and the title of the section in column two. The correct 
9-digit section number will then be found in column three. Turn to page 
one of the section indicated, where the contents of that section will be 
found (except where a section is small and does not require a listing 
of contents). 
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